Massachusetts State Police Forensic Services Group 
Alarm Incident Report 





General Information 


Facility 






i North Sudbury 

r 

Boston 

F Bourne 

n Danvers 

r Devens 

H Lakeville 

r 

Maynard 

I - Springfield 

r Sudbury 


Location of Alarm 






Building 

r 

Admin 

r CSSS 

l~ Crim 

F Evidence 

(General) 

r 

FIS Storage 

r Tox 

F Trace 

F Evidence Office 

Drug Offices 

1 k-y 

r 

FIS Offices 

r OATS 

T FUSION 

F File Storage 

PQ)rug Vault 

r 

3rd Floor Maynard 




F Bomb and Arson 







lY-Bfi 

Daily Facility Arming 

Area was not armed due to: F An Oversight or F A Problem with Alarm System (Explain in 
Detail) 



List who you contacted concerning the alarm, if applicable. 

(Jms bzpT 


F Local Police 
(Enter the Agency) 


Email to bruce.cranstoun@MassMail. State. MA, US 


Massachusetts State Police Forensic Services Group 
Alarm Incident Form 

Issued By: Facility Security Administrator, FSG 
Issue Date: December 4, 2012 


F State Police 
(Enter the Barracks) 

F FSG Emergency Contact 
(Enter the Responders Name) 
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